THE SPANISH WAR
Big mines fired    .                                           2
Small mines fired                                             2
Maximum number of 15 5 mm. shells fired
in a day   ......      472
Combatant men.....   1,100
Killed.....                82
Wounded......     430
Slightly wounded.                 .        ,        ,      150
Disappeared in explosions, presumed dead       57
Deserted or disappeared                                  30
Died natural death                                          5
Suicides      ......         3
Total casualties, 59 per cent.
Officers killed, 23 per cent.
Women inside Alcazar .        .        .        .520
Children inside Alcazar....       50
Casualties to women and children   .        .    None
Natural deaths, two women of over 70 years of age.
Births: one boy, one girl.
As I have already said, the rest of Toledo was little
damaged. Beautiful stained-glass windows of the cathe-
dral had been smashed to pieces by the concussion of the
mines and littered the floor of that beautiful edifice,
crunching under feet as I visited it, together with General
Franco and his staff, two days later. The treasure of the
cathedral had mostly been packed up and taken away by
the Reds, whether for preservation or merely as loot it was
impossible to say.
Though some of the wonderful pictures were still there
the majority had disappeared, especially the fine Grecos.
In the treasure room, prepared for packing, I found
the great monstrance of gold, diamonds, and other
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